NORTH SIDE ELEVATION

North-east pergola is lower than the rest of the roof level.
South-west roof level and parapet wall should be a bit
higher than the other sides.
Staircase in North-west should not be taken above the 1st
floor, because the headroom will be higher than the roof
level of South-west bed room, which is not correct.
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